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Dear Sidr 
Transmitted herewith is one (1) cepy of CMCC Doc. No. 
15125.1003 which is a propesal cevering the speed conversion 
kit and timer for the K rack, | 
Will you approve this if and the Project Director 
do for the Project? 
Sincerely, 


Dan 


Enclosure: 
CMCC Doe. No. 151X5.1003 
and enclosures 


Distribution: 
Orig ~ 
J - Aw101, w/CMCC Doc. No, 151X5,1003 
3 - Proj. Chrono 


PS/DCI (mw (19/3/58) 


SECRET 


